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Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Project  Design  As  both  the  first  commercial  development  effort  along 

Introduction  the  recently  completed  Southwest  Corridor  and  the  in- 

itial component  of  the  first  Parcel-to-Parcel  Linkage 
Program,  Ruggles  Center  has  emerged  as  one  of  the  most 
important  economic  development  and  neighborhood  sta- 
bilization opportunities  in  the  City  of  Boston  to  date. 
It  is  envisioned  as  a  mixed-use  development  of  commer- 
cial offices,  a  full-service  hotel,  structured  parking 
and  a  lively  mix  of  specialty  and  neighborhood  retail 
uses.   Proposed  as  a  five  building  complex,  Ruggles 
Center  will  be  directly  adjacent  to  the  Ruggles  MBTA 
Station  and  near  area  institutions  such  as  the  Musem  of 
Fine  Arts,  Northeastern  University,  Roxbury  Community 
College,  Wentworth  Institute  and  the  Madison  Park  High 
School  Complex. 

The  Master  Plan  calls  for  three  of  the  buildings  to  be 
primarily  office  uses  with  the  ground  level  street 
frontage  devoted  to  public  lobbies  and  retailing  activ- 
ties.   The  other  two  buildings,  the  hotel  and  parking 
garage3will  likewise  have  active,  ground-level  lobby 
and  retail  uses.   Anchoring  the  entire  complex  will  be 
a  centrally  located  public  plaza  that  will  facilitate 
pedestrian  movement  through  the  site,  to  Ruggles  Station 
as  well  as  allow  for  other  leisurely  activities  and 
complemented  by  a  host  of  pedestrian  oriented  landscape 
features . 


Ruggles  Center  Master  Plan 
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Project  Design  Situated  at  the  convergence  of  several  major  streets, 

Introduction  this  five  acre  plus  development  parcel  for  Ruggles 

Center  has  equally  excellent  access  by  several  modes  of 
public  transit.   As  such,  the  development  will  serve  as 
a  gateway  to  the  Roxbury  community  and  provide  a  new 
urban  fabric  for  this  part  of  the  Tremont  Street  corridor. 

The  design  for  the  project  and  the  numerous  urban  design 
and  architectural  factors  that  have  influenced  it,  are 
presented  here  in  summary.   The  accompanying  drawings 
and  photographs  further  describe  the  existing  neighbor- 
hood context  and  convey  design  intent  as  well  as  speci- 
fics relevant  to  the  first  phase  of  the  project. 

Phase  I  of  the  Ruggles  Center  development  will  include 
construction  of  the  central  public  plaza,  the  office 
building  facing  the  plaza,  and  a  portion  of  the  parking 
garage  next  to  Ruggles  Station.   Subsequent  phases  will 
see  the  construciton  of  the  parking  garage  to  its  full 
height  and  include  one  or  more  of  the  other  projected 
buildings,  depending  on  market  demand. 
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Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Site  The  Ruggles  Center  site  is  an  aggregate  development 

Area  parcel  of  over  5.1  acres.   The  site  itself  has  three 

building  parcels  which  range  in  size  from  just  under 
one  acre  to  over  an  acre  and  a  half.   It  measures 
roughly  700  feet  along  the  Tremont  Street  frontage  by 
225  feet  in  width. 

The  site  has  been  further  redefined  into  sub-parcels 
for  development  purposes.   Five  individual  building 
parcels  now  exist  with  the  remaining  area  alloted  for 
open  space  and  vehicular  circulation.   The  five  devel- 
opment parcels  are  as  follows: 


o  Parcel  18-1A  (Bldg.  1  -  Office  Bldg.)     25,893  isq.ft. 

.594  iacres 

o  Parcel  18-1B  (Bldg.  2  -  Office  Bldg.)      33,444  isq.ft. 

(Phase  I) 

.768  iacres 

o  Parcel  18-3A  (Bldg.  3  -  Hotel)  33,855  isq.ft. 

.777  iacres 
o  Parcel  18-3B  (Bldg.  4  -  Office  Bldg.)      23,369  isq.ft. 

.536  ±acres 

o  Parcel  18-2   (Bldg.  5  -  Garage)  37,155  isq.ft. 

(Phase  I) 

.853  iacres 

The  on-site  road  right-of-way  and  open  space  is  as 
follows : 

o  Plaza  and  Columbus  Avenue  Extension       38,211  isq.ft. 
(Phase  I)  -877  iacres 
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Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Site  The  Ruggles  Center  parcel  in  its  current  state  as  a 

Existing  Conditions      fenced  off  lot,  is  unencumbered  by  any  structures  or 

permanent  features  that  would  require  removal  prior 
to  construction.   However,  several  utility  lines  will 
have  to  be  relocated  during  construction.   The  parcel 
is  primarily  rectilinear  in  shape  and  has  its  longest 
dimension  parallel  to  Tremont  Street  and  extends  back  to 
the  Southwest  Corridor  Parkland  and  Ruggles  Station. 

The  site  is  traversed  by  a  privately  owned  vehicular 
right-of-way  extending  Columbus  Avenue  through  the 
site  and  terminating  at  Tremont  Street,  on  axis  with 
the  Ruggles  Station  concourse.   Currently  this  roadway 
has  a  "Kiss-and-Ride"  drop-off  area  in  front  of  the 
station,  with  entrance  on  to  Tremont  Street  restricted 
by  concrete  barriers. 

The  rear  of  the  site  is  contiguous  with  a  portion  of 
the  Southwest  Corridor  Parkland.   This  parkland  ex- 
tends in  front  of  the  station,  across  the  site  as  a 
paved  walk/bike  path  and  continues  across  Melnea  Cass 
Blvd.   This  area  is  currently  landscaped  with  benches 
and  small  trees. 

Various  underground  utilities  and  transit  easements 
(electric;  water;  telephone;  sewer;  and  storm  drain) 
extend  across  the  site.   These  underground  utilities 
would  provide  the  necessary  means  for  servicing  the  five 
buildings  of  the  Ruggles  Center  development. 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Site  Topographically,  the  site  has  a  fairly  gentle  slope 

Existing  Conditions      which  averages  about  a  3%  gradient  from  front  to  rear. 

Located  on  former  lowlands  and  tidal  marshlands,  the 
site  has  ground  elevations  ranging  from  +11.5  to  +18  feet 
(USGA  Datum  Base) . 
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*  View  of  Whitier  Street  Housing  Development  and  Tremont  Street 


*  View  of  Tremont  Street  and  Roxse  Housing  Project  from  Corner  of  Melnea  Cass  Blvd. 


*  View  of  Project  Site  Area  and  Columbus  Ave.  Extension  from  Across  Melnea  Cass  Blvd. 
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*  View  of  Columbus  Ave.  Extension  from  Ruggles  Station 


*  View  of  Project  Site  Area  and  Ruggles  Station  from  Melnea  Cass  Blvd. 
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Design  Guidelines 


From  the  outset,  the  Boston  Redevelopment  Authority,  in 
cooperation  with  the  Parcel  18  Task  force,  imposed 
design  performance  criteria  and  standards  for  develop- 
ment on  this  site.   In  an  effort  to  help  the  Architect 
and  Developer  in  their  search  for  an  appropriate  Urban 
Design  solution  for  the  site,  the  BRA  investigated  and 
suggested  a  range  of  development  alternatives  that 
varied  from  500,000  sq.ft.  at  125  ft.  in  height  to 
860,000  sq.ft.  at  225  ft.  in  height  for  office  struc- 
tures.  These  various  conceptual  design  alternatives 
suggested  multi-building  configurations  along  Tremont 
Street  not  unlike  the  site  concept  being  proposed  here. 


Additionally,  the  BRA  development  guidelines  sought  to 
establish  and  enhance  pedestrian  level  activities  and 
uses  on  the  site,  considering  its  proximity  to  the 
Southwest  Corridor  Parkland.   To  accomplish  this,  it 
was  suggested  that  such  amenities  as  public  plazas, 
extensive  landscaping  and  multiple  access  points 
around  the  buildings'  perimeter  be  incorporated.   To 
relate  the  new  buildings  at  the  Ruggles  Center  site 
to  those  in  the  immediate  neighborhood,  it  was  pro- 
posed that  these  buildings  convey  traditional  elements 
such  as  a  base,  middle  and  top  in  their  respective 
architectural  expressions.   Additional  parameters 
called  for  massing  articulation  in  the  larger  struc- 
tures with  setbacks  relating  to  the  nearby  3-7  story 
buildings . 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Master  Plan  The  basic  design  concept  of  the  Ruggles  Center  proposal 

Urban  Design  Concept     seeks  to  establish  a  new  area  of  urban  activity  in 

this  part  of  Roxbury.   A  5  building  complex  of  lively 
commercial  uses  is  proposed  with  a  central  pedestrian 
activity  node  that  is  envisioned  to  function  as  a  neigh- 
borhood center.   This  new  activity  node  or  plaza  will  be 
a  reconfiguration  of  the  existing  "kiss  and  ride"  area 
and  will  be  a  linear  alignment  between  Ruggles  Station 
and  Tremont  Street.   As  the  existing  Southwest  Corridor 
Parkland  weaves  through  the  site,  it  is  further  envi- 
sioned that  the  Ruggles  Center  project,  with  the  plaza 
as  a  major  public  element  will  enhance  pedestrian  activi- 
ties throughout  the  site. 

The  Ruggles  Center  Project  as  proposed,  synthesizes  the 
parameters  established  by  the  Boston  Redevelopment 
Authority,  the  concerns  and  desires  of  the  neighborhood 
residents  and  incorporates  the  following  major  design 
objectives : 

o  Establishing  the  plaza  as  a  pedestrian  oriented  neigh- 
borhood center,  directly  related  to  Ruggles  Station. 

o  Subdividing  the  larger  site  area  for  phased  or  sequenced 
development  of  individual  buildings. 

o  Allowing  for  individual  building  identity  and  character 
for  each  of  the  five  structures,  while  maintaining  a 
sense  of  unity  throughout. 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Master  Plan  o  Providing  active  retail  uses  at  the  ground  level  with 

Urban  Design  Concept    multiple  points  of  entry  to  enliven  street  edges  and 

building  frontages. 

o  Relating  the  massing  of  the  proposed  structures  to  those 
of  the  surrounding  neighborhood. 

o  Limiting  vehicular  access  and  restricting  on-site  vehi- 
cular traffic  to  minimize  potential  conflicts  with 
pedestrians . 

o  Establishing  Ruggles  Center  as  a  "fitting"  addition  to 
the  neighborhood;  reintroducing  the  city's  fabric  in 
this  area  of  Tremont  Street;  and  providing  an  appropriate 
terminus  for  Melnea  Cass  Boulevard  and  Columbus  Avenue. 
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PHASE  I  PROJECT  DESCRIPTION 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Project  Description     The  initial  development  phase  for  Ruggles  Center  in- 
Land  Use  volves  three  distinct  elements  of  the  overall  Master 

Plan  :  the  central  plaza,  an  adjacent  office  building 
and  the  free-standing  parking  garage.   These  three  ele- 
ments will  be  closely  associated  with  each  other  as  well 
as  with  Ruggles  Station  and  will  provide  the  appropriate 
amount  of  development  to  establish  the  future  character 
of  the  remainder  of  the  site.   As  designed,  each  buil- 
ding will  incorporate  at  least  two  distinct  land-uses. 

The  office  building  will  be  the  primary  element  of  the 
first  phase  of  development.   It  will  be  a  total  of 
twelve  stories  in  height  and  contain  approximately 
212,000  square  feet  of  gross  floor  area.   Of  this  total 
area,  approximately  4,600  square  feet  will  be  desig- 
nated for  ground-level  retail  and  support  uses,  pri- 
marily along  Tremont  Street.   The  main  building  lobby 
and  a  small  retail  or  daycare  space  will  be  situated 
on  the  ground  floor  adjacent  to  the  plaza. 

The  garage  will  be  a  vertically  phased  building  to 
accommodate  the  parking  requirements  of  this  as  well 
as  subsequent  development  phases  on  the  site.   It  will 
be  three  floors  in  height  initially,  with  approximately 
82,000  gross  square  feet  and  will  be  able  to  accommodate 
about  250  cars.   Ultimately,  the  garage  will  be  expanded 
to  eight  levels  with  a  total  of  248,300  gross  square 
feet,  accommodating  up  to  741  cars  (including  50  cars 
temporarily  parked  on  the  MBTA's  surface  transit  ease- 
ment).  The  ground  floor  of  the  garage  will  have  5,000 
square  feet  of  retail  space  along  its  length  facing  onto 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Project  Description     the  paved  bike/walkway  and  Columbus  Avenue  Extension. 
Land  Use 

The  landscaped  plaza  will  be  the  organizing  element  of 
the  reconfiguration  of  the  existing  "kiss  and  ride" 
turnaround  and  will  extend  from  Tremont  Street  to  the 
entrance  of  Ruggles  Station,  encompassing  just  under 
one  acre  of  open  space.   The  plaza  will  be  the  central 
gathering  place  for  most  pedestrian  activity  and 
will  be  extensively  landscaped  with  site  furnishings 
and  amenities  such  as  benches,  decorative  paving,  a 
fountain,  a  commemorative  sculpture  or  work  of  art 
and  various  forms  of  plant  material. 

The  remainder  of  the  site  will  initially  be  devoted 
to  open  space  use. 
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Project  Description      The  massing  concepts  of  the  proposed  Ruggles  Center 
Massing  project  are  based  on  relationships  to  existing  nearby 

buildings;  creation  of  smaller,  distinct  building  ele- 
ments in  the  landscape;  providing  building  proportions 
appropriate  for  the  respective  uses;  and  an  under- 
standing of  the  perceptive  aspects  of  a  multi-building 
complex  from  a  pedestrian  point  of  view. 

Massing  considerations  are  further  revealed  in  the  gene- 
rous use  of  setbacks,  notches,  stepping  and  varying  geo- 
metric shapes  incorporated  in  the  buildings'  design.  To 
call  attention  to  certain  prominent  building  corners  and 
walls,  projections  and  distinct  corner  elements  were 
incorporated  throughout. 

The  facade  of  the  Phase  I  office  building  facing  the  plaza 
was  seen  as  an  element  of  special  importance,  and  it  has 
been  designed  as  a  precast  concrete  "screen  wall"  visually 
detached  from  the  mass  of  the  other  brick  elevations.   The 
first  three  floors  of  the  building's  base  along  Columbus 
Avenue  Extension  follow  the  angled  line  of  this  street  with 
a  setback  roof  above,  reflecting  some  of  the  existing  qeo- 
metrics  of  the  site. 

Reflecting  its  dual  nature  as  a  part  of  the  urban  street- 
scape  and  a  utilitarian  transportation  building,  the  parking 
garage  has  a  precast  concrete  "screen  wall"  facade  along 
Columbus  Avenue  Extension.   The  garage  ramps  facing  the 
pedestrian  entrance  to  Ruggles  Station  are  curved  back  from 
the  street  to  allow  more  visibility  to  this  neighborhood 
landmark,  while  reflecting  the  shape  of  the  station 
concourse's  arched  roof. 
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Project  Description      Since  the  Ruggles  Center  project  proposes  primarily 
Scale  commercial  structures  in  this  area,  several  scaling 

elements  are  included  throughout  the  design  of  the  com- 
plex.  With  the  entry  portal  to  Ruggles  Station  as  the 
most  prominent  visual  element  on  the  site  at  this  point, 
its  height  was  used  to  establish  the  base  element  for 
the  buildings  fronting  on  the  plaza.   Ground  floor  win- 
dow heights  and  widths  are  designed  to  relate  to  human- 
scale  proportions  where  they  front  directly  onto  adja- 
cent sidewalks. 

The  proportions  of  the  plaza,  its  length  and  width,  have 
been  scaled  to  accommodate  programmed  pedestrian  activi- 
ties as  well  as  allow  for  the  interaction  with  necessary 
on-site  traffic.  Similarly,  in  an  effort  to  further  re- 
late the  project  to  its  context  and  make  it  more  "people 
oriented",  sidewalks  have  been  provided  at  sufficient 
widths  and  provided  with  landscape  elements  that  relate 
more  to  the  traditional  neighborhood  scale  of  streets. 
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Project  Description 
Building  Heights 


The  height  of  the  buildings  at  Ruggles  Center  relates 
directly  to  the  massing  concept  for  the  site.   Since  the 
longest  side  of  the  site  is  along  Tremont  Street,  it  was 
felt  that  varying  the  heights  of  individual  buildings, 
with  the  taller  masses  concentrated  toward  the  center  of 
the  site  and  lower  ones  at  the  ends,  would  be  more  appro- 
priate. 


Actual  heights  for  the  individual  buildings  above  the 
mean  grade  are  as  follows: 


Building  1  (Office  Bldg.) 

Building  2  (Office  Bldg.) (Phase  I)  155.5  ft 

Building  3  (Hotel)  168  ft. 

Building  4  (Office  Bldg.)  120  ft. 

Building  5  (Garage) (Phase  I)  37  ft. 

Subsequent  Phase  (Full  Size)  82  ft. 


Roof      Top  of  Penthouse 
118  ft.        140  ft. 


175.5  ft. 
190  ft. 
142  ft. 
52  ft. 
102  ft. 
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Project  Description 
Building  Materials 


In  keeping  with  the  materials  of  "traditional"  Boston 
buildings  and  materials  of  buildings  in  the  immediate 
neighborhood,  the  predominant  exterior  building  mater- 
ial at  Ruggles  Center  will  be  brick  in  various  shades 
and  colors. 


Several  buildings  will  incorporate  pre-cast  concrete 
panels  at  the  lower  levels  for  accent  purposes  and  to 
help  define  the  buildings'  base.   Precast  concrete  will 
also  be  used  together  with  brick  at   the  upper  levels 
for  detailing  around  windows  and  accenting  wall  sur- 
faces.  Window  units  will  be  a  combination  of  tinted 
spandrel  and  vision  glass  set  in  aluminum  frames. 
The  sidewalks  throughout  the  complex  will  be  a  combi- 
nation of  brick,  concrete  and  granite  accent  strips. 


Certain  important  facades  within  Ruggles  Center  are 
planned  to  made  entirely  of  precast  concrete,  to  set 
them  off  from  the  predominantly  brick  exteriors  of  the 
buildings  and  to  enhance  their  relationship  with  the 
Ruggles  Station  entry  portal.   In  the  first  phase,  pre- 
cast concrete  "screen  wall"  facades  wili  be  found  on 
the  plaza  elevation  of  the  office  building,  and  the 
Columbus  Avenue  Extension  elevation  of  the  parking 
garage. 


Ruggles  Center  Master  Plan 
Phase  I  Development 


Project  Description      Ruggles  Center  proposes  the  creation  of  a  major  public 
Open  Space/Public        plaza  extending  from  Tremont  Street  and  on  axis  with 
Amenities  the  entrance  t0  Ruggles  Station.   This  public  plaza 

will  provide  a  central  landscaped  area  between  the 
major  building  elements  on  the  site  and  will  accommodate 
various  leisurely  activities.   It  will  be  furnished 
with  benches,  trees,  shrubbery,  a  fountain  and  a  commem- 
orative sculpture  or  work  of  art. 

The  bike/walkway  which  is  part  of  the  Southwest  Corridor 
Parkland  will  be  maintained  in  a  slightly  realigned  con- 
figuration to  accommodate  the  adjacent  garage.   The  bikeway 
will  be  further  enhanced  by  ground  level  retail  uses  of 
the  garage  opening  on  to  it. 

Overall,  landscaping  for  the  site  will  be  accomplished  with 
new  tree  and  shrub  planting  and  wide  sidewalks  of  brick 
and  concrete  with  granite  accents.   Crosswalks  at  the 
plaza  drive  entry  and  at  the  Columbus  Avenue  Extension 
will  be  clearly  identified  with  granite  strips  in  the 
roadway. 

The  Phase  I  office  building  will  have  a  2  story  arcade 
along  the  full  length  of  its  south  facade  adjacent  to 
the  plaza.   This  arcade  will  facilitate  pedestrian 
movement  in  a  protected  manner  from  the  station  entry 
and  Tremont  Street  to  the  main  building  entrance. 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Project  Description 
Circulation/ Access 


Pedestrian  access  and  circulation  and  on-site  vehicular 
traffic  has  been  provided  for  in  the  Master  Plan  for 
Ruggles  Center  with  the  intent  of  minimizing  any  poten- 
tial conflicts.   Ease  of  pedestrian  movement  through 
the  site,  access  to  Ruggles  Station  and  continuation  of 
the  Southwest  Corridor  walk/bikeway  were  given  primary 
consideration. 


Multiple  points  of  entry  into  ground  floor  lobbies  and 
retail  spaces  have  been  provided  for  on  at  least  two 
sides  of  each  building.   This  will  allow  access  to 
buildings  from  all  four  streets  which  abut  the  project 
site  and  help  to  enliven  these  areas  with  sidewalk  acti- 
vity.  Direct  access  from  Tremont  Street  to  the  station 
entrance  will  be  expanded  and  enhanced  by  providing 
wide  sidewalks  at  both  sides  of  the  central  plaza. 


Vehicular  traffic  on-site  has  been  planned  to  minimize 
the  need  for  excessive  roadways  and  curb  cuts  off 
neighborhood  streets.   Vehicles  entering  the  site  will 
be  able  to  directly  access  either  a  service  or  parking 
entry  without  the  need  to  circulate  throughout  the 
entire  site.   Provisions  have  been  made  to  allow  the 
existing  drop-off  lane  at  Ruggles  Station  to  continue  in 
operation  without  conflicting  with  other  on-site  traffic. 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Project  Description 
Environmental  Issues 


The  development  of  Ruggles  Center  seeks  to  mini- 
mize the  impacts  of  wind  and  shadows  both  on  and  adja- 
cent to  the  site.   A  quantitative  assessment  of  pede- 
strian level  wind  conditions  reveals  that  the  current 
design  will  not  exceed  the  Boston  Redevelopment  Auth- 
ority's criteria   for  uncomfortable  or  dangerous  con- 
ditions.  Although  accelerated  wind  conditions  will  still 
exist,  it  is  anticipated  that  the  wind  conditions  should 
improve  in  the  bus  area  of  nearby  Ruggles  Station.   By 
including  lowrise  building  elements  and  setbacks  at  the 
buildings'  upper  levels,  downdrafts  will  be  considerably 
less  than  would  be  the  case  with  sheer  towers. 


Since  the  project  site  is  currently  vacant,  any  develop- 
ment on  the  site  will  impact  the  existing  open  space. 
Through  an  ongoing  design  review  process  the  buildings 
have  been  reduced  in  height  and  "sculpted"  to  provide 
more  acceptable  shadow  conditions. 


PHASE  I  PROGRAM  SUMMARY 


Phase  I 

Building  Area  Summary 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Gross  Area 
Typical  Floor  Area 
Retail  Area 
Daycare  Area 
Parking  Area 
Parking  Spaces 


Office  Building 

211,835 

17,700 

4,600 

3,615 


Garage  Building 


Total 


74,400 

286,235 

33,315 

51,015 

5,000 

9,600 

- 

3,615 

74,400 

74,400 

00  +  50 

250 

Gross  Area  by  Floor 


12 
11 
10 

9 

8 

7 

6 

5 

4 

3 

2 

1 

Totals 


17,150 
17,700 
17,700 
17,700 
17,700 
17,700 
17,700 
17,700 
17,700 
19,235 
16,580 
17,270 

211,835 


6,600 
33,315 
34,485 

74,400 


Phase  I 

Parking  Spaces  by  Level 

Roof 

103 

3 

22 

2 

75 

1 

50 

Total 

250 

PHASE  I  DEVELOPMENT  PLAN 
SCHEMATIC  DESIGN  DRAWINGS 


Ruggles  Center  Master  Plan 
Phase  I  Development  Plan 


Phase  I 

Schematic  Design 
List  of  Drawings 


o  Phase  I  Development 

Perspective 
o  Plaza  and  Office  Building 

Ground  Floor  Plan 

Floor  Plans 

Building  Section 

Tremont  Street  Elevation 

Plaza  Elevation 

North  and  Columbus  Avenue  Elevations 

Sections 
o  Parking  Garage 

Parking  Garage  Plans 

Parking  Garage  Plans  and  Sections 

Parking  Garage  Phase  I  Elevations 

Parking  Garage  Elevations 
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PHASE  I  MODEL  PHOTOS  JULJ 
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*      RUGGLES   CENTER  MASTER  PLAN  MODEL 


[OFFICE   BUILDING 
PLAZA 


*      RUGGLES   CENTER  MASTER  PLAN  MODEL 


*   RUGGLES  CENTER  PHASE  I  MODEL 


*   RUGGLES  CENTER  PHASE  I  MODEL 


*   RUGGLES  CENTER  PHASE  I  MODEL 


*   RUGGLES  CENTER  PHASE  I  MODEL 
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*      RUGGLES  CENTER  MODEL  WITH  FULL  SIZE  GARAGE 


RUGGLES  CENTER  MODEL  WITH  FULL  SIZE  GARAGE 


*   RUGGLES  CENTER  MODEL  WITH  FULL  SIZE  GARAGE 


*   RUGGLES  CENTER  MODEL  WITH  FULL  SIZE  GARAGE 
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